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21 September 5U 


MEMORANDUM FOR: Deputy Director (Administration) 
SUBJECT Loss of Funds by Fire - MMWB 


REFERENCE : Staff Study from Chief, Finance Division, to Chairman 

board of Review for Losses and Shortages, 9 August 195h> 
Supported by Tabs A thru J. 


1. The Board of Review for Losses and Shortages has rev^wec^the 
attached file concerning a loss by fire of funds entrusted 

25X1 A9a ^^^^Jand the following are its conclusions and recommendations. 
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9. It is therefore the recommendation of the Board that, since the 
attached documents support the fact that there was no negligencd on 
25X1 A9a part and since was following approved operating proce- 

dures relative to house r^^^^Sfnce expenses, the amount of I- 16 U .30 be 
written off as an operating loss in accordance with CFR l.Ud. 
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CONCUR: fire/ 3 
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f 7 ^ By: O/’f 
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Security Office 

DD/P Adm.nistration 


)<>/ jf.fr. II 

Deputy Ui rector ( Adminis t ra tion) 
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CONCUR: /s/ E.-R. SAUNDERS, Comptroller, 21 September 5k 
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